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Ray Proof Corporation 

Superior materials resulting from 
“know-how”, skill, and high 
standards in manufacturing. 

Over 30 years experience in 
manufacturing of x-ray protective 
and light proofing materials. 

The Ray Proof Corporation main¬ 
tains a staff of trained engineers 
to assist and solve your problems. 

details and specifications 

The importance of obtaining correctly engineered 
details and specifications cannot be too strongly 
emphasized for this work. 

The responsibility for obtaining results so desirable 
in X-Ray Protection depends entirely on the knowl¬ 
edge and experience of experts. 

When planning for these results, be sure to obtain 
this insurance by specifying RAY PROOF CORPORA¬ 
TION. 

You are obligated in no way when you request this 
service directly from us or our nearest branch 
representative. X-Ray Protection and Lightproofing 
is our only business and the biggest part of it is 
service for your interests. 

catalog and design data 

Ray Proof Corporation’s new enlarged edition 
of award Winning X-Ray Manual is now avail¬ 
able to architects upon request. 

Address your requests to Department E-4. 

Ray Proof products 

• It is impossible for us to present all 
Ray Proof Corporation’s products 
and materials in this publication. 

• We design and manufacture materials 
and equipment to meet every pos¬ 
sible requirement from x-ray radia¬ 
tion sources. 

• The addition of new products and 
methods keeps pace with the latest 
scientific developments. 
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Ray Proof partition blocks 

Ideal partition material for new construction, simple 
erection, will take normal wall finishes. Blocks are 
manufactured 4" thick with lead up to 8.0mm thick. 
For heavier lead 6 " thick blocks are used. 


Details of 4" thick Ray Proof blocks 




Ray Proof lead insulated panels £ 

This RAY PROOF material is suitable to use for dry 
construction, to lead line existing rooms, or for 
temporary installations. Furnished in tailored sizes— 
simple to install. Panels are re-useable. 



Floor and ceiling protection 

A variety of materials are available for this purpose, 
depending upon the type of construction and the 
weight of lead required. Sheet lead placed on slabs 
is the most common method for protecting floors. 
Ceilings may be protected by placing sheet lead on 
slab above X-Ray Room, or Ray Proof lead insulated 
lath may be applied to underside of ceiling con¬ 
struction. Ray Proof lath suspension systems are 
available for lead lining suspended ceilings. 



Ray Proof lath suspension system 













































































































Ray Proof doors and accessories 

Flush solid core doors available with all common 
face veneers and specified lead thicknesses. Con¬ 
struction of this door will meet any wood door 
specification. May be furnished with lead glass, 
light proof lead louver and/or with light proof seal. 
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VIEWING 

PANEL 

RAY PROOF X-RAY GLASS 


LIGHT PROOF SEAL 


Ray Proof lead insulated lath 


This RAY PROOF material performs two operations 
in one: lead lining and lathing. May be used on 
new or existing walls. Standard sizes 48"x16" and 
32"x 1 2". Applied with RAY PROOF nails. 



Ray Proof control windows 


These windows permit observation of x-ray rooms 
and the passage of sound, and simultaneously 
afford complete x-ray protection for the operator. 
Frames are solid lead construction, ] A" thick, 
splayed on four sides for wide vision. Glazed with 
RAY PROOF lead glass. Available for the following 
standard glass sizes: 1 2"xl 2", 1 2"xl 6", 1 3"x1 7" 
and 16"x24". 



X-RAY 22e 
protection r q 


RADIOGRAPHIC 
AND FLUOROSCOPY 

FOR 100 KVP 2000 MA-MIN/WEEK 



1. RAY PROOF LEAD LINED BLOCKS 

1.5mm lead from floor slab to 
ceiling. See plate No. 4, fig. 4-B 
or 4-C. 

2. RAY PROOF LEAD LINED BLOCKS 

1.5mm lead from floor slab to the 
height of 7'-0". See plate No. 4, 
fig. 4-A. 

3. RAY PROOF CONTROL WINDOW 

With one ply of Ray Proof Glass. 
See plate No. 33. 


5. RAY PROOF LEAD LIGHT PROOF LOUVER 

See plate No. 25 & 35. 

6. 1.5MM LEAD LINED DOOR FRAME 

See plate No. 29, fig. 29-E. 

7. RAY PROOF FILM TRANSFER CABINET 

See plate No. 38. 

8. STEEL LIGHT PROOF LOUVER 

See plate No. 35. 

9. LIGHT PROOF DOOR SEAL 

See plate No. 31. 


4. RAY PROOF DOOR 

1.5mm lead lined. 2" thick. See ID. LIGHT PROOF SHADE 
plate No 25. See plates No. 41, 42 & 44 


PLATES REFERED TO ABOVE WILL BE FOUND IN RAY PROOF CORPORATION 
CATALOG No. 53. 


NOTES 


Above layout shows the use of Ray Proof materials in a 
typical X-Ray room. These material requirements vary for 
each installation. For properly determining the true fac¬ 
tors for X-Ray protection a full knowledge is necessary of 
existing or proposed construction as follows— 


1 —Type of construction of floors and ceilings—existing 
or proposed. 

2— Type of construction of walls—if existing. 

3— Occupancy of spaces above, below and adjacent 
to the proposed X-Ray installation. 

4— Distance from floor to ceiling. 

5— Geographical location of X-Ray installation with 
respect to walls of X-Ray room. 

6— The KVP (peak kilo volts) and MA (milliampere) of 
equipment selected for installation. 


Consult the RAY PROOF CORPORATION 
engineering dep t, for recommendations. 















































































































































partial list of Ray Proof Installations 


ARGONNE CANCER RESEARCH HOSPITAL 
Chicago, Illinois 
M. D. ANDERSON HOSPITAL 
Houston, Texas 

ATHOL MEMORIAL HOSPITAL 
Athol, Massachusetts 
BAPTIST HOSPITAL 
Pensacola, Florida 

CONFEDERATE MEMORIAL HOSPITAL 
Shreveport, Louisiana 
CANCER RESEARCH INSTITUTE 
Denver, Colorado 
ELMHURST HOSPITAL 
New York, New York 
FRANCIS DELAFIELD HOSPITAL 
New York, New York 
GEORGIA BAPTIST HOSPITAL 


GRACE HOSPITAL 
New Haven, Connecticut 
LANKENAU HOSPITAL 
Overbrook, Pennsylvania 
MEMORIAL HOSPITAL 
Dallas, Texas 
MEMORIAL HOSPITAL 
New York, New York 
MOBILE INFIRMARY 
Mobile, Alabama 
MOUNT SINAI HOSPITAL 
Chicago, Illinois 
MOUNT SINAI HOSPITAL 
New York, New York 
NEW YORK INFIRMARY 
New York, New York 
PRESBYTERIAN MEDICAL CENTER 
New York, New York 


PARKVIEW HOSPITAL 

Toledo, Ohio 

PERCY JONES HOSPITAL 

Battle Creek, Michigan 

ROSWELL PARK HOSPITAL 

Buffalo, New York 

SAN BERNARDINO T. B. HOSPITAL 

San Bernardino, California 

ST. ANTHONY’S MEMORIAL HOSPITAL 

Effingham, Illinois 

ST. CHARLES HOSPITAL 

Bend, Oregon 

ST. MARY’S HOSPITAL 

Tucson, Arizona 

VETERANS ADMINISTRATION HOSPITAL 
Fort Hamilton, New York 
VETERANS ADMINISTRATION HOSPITAL 
Kansas City, Missouri 
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Ray Proof sales representatives 


ALA. 

ARK. 

ARIZ. 

COLO. 


Mobile: Shearer & Rayford 
2504 Old Shell Road 


TELEPHONE 


DIST. 

OF COL. 
FLA. 


Little Rock: John F. Brett & Co. 

31 5 W. Markham Street 
Phoenix: Baker Thomas Woolsey 

Wholesalers, Inc. 300 S. 1 2th Street 
Denver 4: Builders Service Bureau, Inc. 
1221 Bannock Street 

Washington: James A. Cassidy Company, 
3329 8th Street, N. E. 


Coral Gables 34: Henderson and Johnson, 
389 Granello Avenue 


GA. 

ILL. 


IND. 


Jacksonville: E. F. Zibell 
6134 Stetson Road 

Sarasota: M. M. Bayard, 949 Caloosa Drive 
Atlanta 5: L. E. Murray 

Northside Station, Box 11975 
Chicago 6: Walter W. Mitchell Co. Inc. 

549 W. Randolph Street 
Decatur: Hugh J. Baker & Co. 

560 Citizens Bldg. 

Evansville: Hugh J. Baker Co. 

2901 E. Oak Street 


Fort Wayne: Hugh J. Baker & Co. 
1028 South Barr Street 


Indianapolis 6: Hugh J. Baker & Company 
602 West McCarty Street 
South Bend: Hugh J. Baker & Company 
2521 Miami Road 


IOWA 

KANSAS 

KY. 


Des Moines 9: Lemke Builders Supply Co 
610 Walnut Bldg. 


Wichita: Contractors Supply 
703 East 15th Street 


Louisville: John W. Bishop 
5330A South Third Street, 


New Orleans 25: McDougall-Parsons Company 
Inc. 909 So. White Street 


Shreveport: Ideal Building Materials, Inc. 
1 730 Claiborne Avenue 


MD. 

MASS. 

MICH. 


Baltimore 1 8: Charles Ingram and Company 
2437 North Calvert Street 


Boston 15: Construction Specialties Co. 

126 Massachusetts Avenue 
Detroit 7: M. W. Hamill Company 
1430 Larned Street 

Grand Rapids: H. Edward Brunhoff, Jr. 
520 Gladstone S E 


MINN. 

MO. 

MONT. 


Minneapolis: Bartley Sales Company, Inc. 
1 34 South 10th Street 


Kansas City: B-D-R Engineering Corporation 
4243 Pennsylvania Avenue 

Butte: Construction Materials Co. 

Box 198 


CANADA 


11611 106th Avenue 


GR 9*4581 

NEB. 

Omaha 2: Earl S. Lewis & Co., Inc. 

708 Woodmen of the World Bldg. 

ATIantic 1633 

FRanklin 5-4928 

N.Y.C. 

Ray Proof Corporation 

PLaza 7-0810 

ALpine 4-5503 

N. Y. 

Buffalo 1 3: Troup Engineering Co. 

295 Auburn Avenue 

GArfield 0900 

TA 5-5244 

HUdson 3-8300 

N.C. 

Charlotte: W. Fred Casey and Company 

401 South Mint Street, P.O. Box 904 
Raleigh: W. Fred Casey & Co., 

P.O. Box 1131 

ED 3-5820 

TE 3-0517 

Highland 8-4486 

EXbrook 8-2862 

OHIO 

Cleveland 15: Hume Sales Inc. 

1 900 Euclid Avenue 

Springfield: Columbia Sales Agency 

21 South Limestone Street 

CHerry 1 6668 

FAirfax 3-0277 

Rlngling 7-6840 

OKLA. 

Oklahoma City: Scovil & Sublett, Inc. 

100 N. E. 26th Street 

JA 8-6365 

CEdar 3-3375 


Tulsa: Murray R. Womble Company 

216 East 16th Street 

LUther 4-2414 

CEntral 6-3085 

ORE. 

Portland 4: W. H. Cress Company 

201 Concord Building 

CApital 8-1714 

2-2810 

PA. 

Harrisburg: R. P. Campbell 

608 No. 17th Street 

CE 8-7924 

GReenleaf 7-1491 


Philadelphia 2: M. O. Sundelius 

1321 Arch Street 

LO 7-2984 

ANthony 0286 


Pittsburgh 22: Building Specialties Co. 

951 Century Building 

ATIantic 1-1890 

MEIrose 5-3322 

TENN. 

Chattanooga: Hale Specialties, Inc. 

1077 Duncan Avenue 

MA 4-3391 

ATIantic 9-9042 


Knoxville: Wm. S. Trimble Co., Inc. 

2200 Atchley Street 

5-2133 

ATIantic 2-9611 


Memphis 14: Maury and Company 

1612 Lamar Avenue 

BR 2-9656 

AM 7-2771 


Nashville: Builders Specialties Co., Inc. of 
Tennessee, 1523 Demonbreum Street 

AL 6-0325 

EM 8-1691 

TEXAS 

Dallas: R. J. DeWees & Son, Inc. 

591 1 Maple Avenue 

FLeetwood 2-4181 

JA 2-3685 


El Paso: Electrical & Mechanical Supply Co. 
Inc., 2000 Texas Street 

KEystone 2-4614 

7-0521 


Houston 6: Henry W. Garrett & Company 
2027 Harold Avenue 

JAckson 9-2708 

TUxedo 9-2443 


Lubbock: J. Sterling Crumpler 

222 Whiteside Building 

PO 5-2856 

COpley 7-1503 


San Antonio 9: R. J. DeWees & Son, Inc. 

P.O. Box 6534 

CApitol 5-2251 

WO 1 -0534 

UTAH 

Salt Lake City 1: S. A. Roberts & Company 
109 West 2nd South Street 

EMpire 4-4431 

GL 2-4808 

VA. 

Richmond: John K. Messersmith Co., Inc. 

13 South 2nd Street 

Ml 3-2827 

FE 8-7838 


Roanoke: Eldridge Cundiff, Inc. 

P.O. Box 1888 

Dl 3-2501 

JE 1-8366 

WASH. 

Seattle 1: Bradley-Zesbaugh, Inc. 

523 White-Henry-Stuart Bldg. 

AAA 3-5065 

2-7782 WISC. 

FOREIGN AGENTS 

Milwaukee 2: J. M. Mitchell Products Co. 

759 N. Milwaukee Street 

BRoadway 6-6152 

n Porcelain 
lies, Ltd. 

884482 

PUERTO International General Electric 

RICO P.O. Box 9387, Santurce 
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RAY PROOF CORPORATION 

843 Canal St., P.O. Box 1454, Stamford, Conn. 

DAvis 5-2201 
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